MOBILE SWIVEL RATCHET MOUNT CAT. # 55-75 


MOUNTING PLATE The SGC stainless steel mobile swivel ratchet mount is designed for use with any INCLUDED ACCESSORIES 


end-fed/whip antenna. The SG-303 and SG-307 models* are highly recommended. 
36 Inch (91.44 CM) high voltage 


O }- *Both antennas require a coupling device, such as the Smartuner™ for operation. cable. (Not Pictured) 
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(3.81 CM) eR 
Standard 3/8-24 threads 
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(not to scale) < 2 4 mounting bolts with nuts 
2.75 x 3.75 Inches ¢ and lock washers (1/4-20) 


Rubber Mounting Gasket 


ee 


(7x 9.5 CM) 


— Delron Insulator 


Rotates 180 degrees 
in two directions. 


12 INCHES TOTAL HEIGHT 
(30.5 CM) 


6 Irg. releasable tie-wraps 


— 


36 Inch 3/4 Inch wide (91.44 x 1.9 CM) 
tinned copper braid with 1/4-20 
ring lug attached 


SGC RESERVES THE RIGHT TO CHANGE SPECIFICATIONS WITHOUT NOTICE. 


